FIRST  METHODIST  CHURCH,  ST.  PETERSBURG,  FLA., 
home  of  beautiful  stained  glass  windows  depicting 
the  Life  of  Christ,  and  inlaid  reproduction  of  The 
Sermon  On  The  Mount.  Carillon  Bells  played  daily 
at  5:00  o'clock. 
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